2715 
ORA ESMARILDA LOOMIS 


born: August 17, 1881 in Clinton, Pa. 

died: November 18, 1954 in Carbondale, Pa.; buried in Valley 
View Cemetery (died at 6:15 AM) 

married: William Anderson Russell (September 9, 1871--February 


5, 1958; buried in Valley View Cemetery) on April 10, 
1907 in Carbondale, Pa. 


Their issue: 


1. Martha Jeannette Russell 
2. Margaret Louise Russell 
3. Helen Loomis Russell 


(For information about Ora Esmarilda Loomis, 
see pp. 1421-1470 and pp. 1511-1600 of the 
present volume. ) 


